80      DOCKETED

9107150347 Forwards amends 97 & 90 to licenses DPR-42 & DPR-60 & safety
evaluation.Amends revise TS section 3.4.A to incorporate action statement for inoper-
ability of one steam generator power operated relief valve.

MASCIANTONIO.A. Project Directorate ill-1. 91/06/26. PARKER.T.M. Northern States
Power Co. 3pp. 58429:345-58429:361.

-9107150357 Amends 97 & 90 to licenses DPR-42 & DPR-60,respectively. Amends
revise TS section 3.4.A to incorporate action statement for inoperability of one steam
qenerator power operated relief valve.
MARSH.LB. Project Directorate 111-1. 91/06/26. 10pp. 58429:348-58429:357.

-9107150361 Safety evaluation supporting amends 90 & 97 to licenses DPR-60 & DPR-

* SeCofeNuclear Reactor Regulation,  Director (Post 870411). 91/06/26. 4pp.
58429:358-58429:361.

9106260172 Generic Ltr 91-09 to all holders of OLs for BWRs re mod of surveillance
interval for electrical protective assemblies in power supplies for reactor protection

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/27. Consolidat-
ed Edison Co. of New York, Inc. 50pp. 58436:001-58436:051.

9107020396 Updates status of Generic Ltr 89-13, "Svc Water Sys Problems Affecting
Safety-Related Equipment."

PARKER.T.M. Northern States Power Co. 91 /06/27. Document Control Branch (Doc-
ument Control Desk). 2pp. 58280:183-58280:184.

9107020436 Requests & confirms verbal commitment for assistance in performing NRC
assessment of turbine generator bearing lube oil fire hazard & potential impact on
safety related sys.

MASCIANTONIO.A. Project Directorate 111-1. 91 /06/27. PARKER.T.M. Northern States
Power Co. 6pp. 58279:100-58279:105.

9107300060 Confirms 910906 meeting to discuss issues of mutual interest as requested
in 910711 telcon.Forwards meeting notice.W/o encl.

DAVIS.A.B. Region 3 (Post 820201). 91/07/23. STONE.R.H. Bechtel Power Corp.
2pp. 58559:069-58559:070.

Q, Inspection reports, 9E Bulletins & correspondence

9106030272 NRC Info Notice 91-035, "Labeling Requirements for Transporting Multi-
Hazard Radioactive Matls." Svc list encl.

BURNETT.R.F. Division of Safeguards & Transportation (Post 870413). 91/06/07.
Consolidated Edison Co. of New York, Inc. 83pp. 58256:118-58256:202.

9106040346 NRC Info Notice 91-037, "Compressed Gas Cylinder Missile Hazards." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 84pp. 58255:001-58255:085.

9106060294 NRC Info Notice 91-038, "Thermal Stratification in Feedwater Sys Piping."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/13.
Consolidated Edison Co. of New York, Inc. 87pp. 58297:117-58297:204.

9106110125 NRC Info Notice 91-039, "Compliance W/10 CFR Part 21, 'Reporting of
Defects & NoncompltanceV Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/06/17. Consolidated Edison Co. of New York, Inc. 70pp. 58568:164-58568:234.

9106130344 NRC Info Notice 91-040, "Contamination of Nonradioactive Sys & Result-
ing Possibility for Unmonitored.Uncontrolled Release to Environ." Svc list encl.
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/19.
Consolidated Edison Co. of New York, Inc. 86pp. 58297:207-58297:293.

9106210168  NRC Info Notice 91-041, "Potential Problems W/Use of Freeze Seals."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58416:188-58416:272.

9106210169 NRC Info Notice 91-042, "Plant Outage Events Involving Poor Coordination
Between Operations & Maint Personnel During Valve Testing & Manipulations." Svc
list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/27.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:067-58435:152.

9107020314 Discusses revised relief request number 4 from inservice insp require-
ments.

PARKER.T.M. Northern States Power Co. 91 /06/27. Document Control Branch (Doc-
ument Control Desk). 2pp. 58279:308-58279:309.

9107050250 Confirms 910730 meeting at Prairie Island Training Ctr in Welsh.MI to
present initial SALP 9 rept.

GREENMAN.E.G. Region 3 (Post 820201). 91/07/01. ELIASON.L.R. Northern States
Power Co. 2pp. 58340:241-58340:242.

9107100257 Forwards exam rept 50-282/OL-91-01 administered during wk of
910513.Requalification retake exam administered to one SRO & one RO who failed
requalification exam given in Oct 90.Rept for both units.

WRIGHT.G.C. Region 3 (Post 820201). 91/07/02. ELIASON.LR. Northern States
Power Co. 2pp. 58366:029-58366:042.

-9107100262 Exam rept 50-282/OL-91-01 on 910513-17.Exam results:all ROs & SROs
passed initial & requalification retake exams.
BAILEY.M. Region 3 (Post 820201). 91/07/02.12pp. 58366:031-58366:042.

9107080090 Forwards insp repts 50-282/91-09 & 50-306/91-09 on 910617-19 & 25-
27.No violations identified.

R1NG.M.A. Region 3 (Post 820201). 91/07/03. ELIASON.LR. Northern States Power
Co. 2pp. 58386:201-58386:207.

-9107080099 Safety insp repts 50-282/91-09 & 50-306/91-09 on 910617-19 & 25-
27.No violations or deviations identified.Major areas inspectedlSI activities including
review of programs, procedures.observations of work,data review & LER 91-001-LL
WARD.K.D., DANELSON.D.H. Region 3 (Post 820201). 91/07/02. 5pp. 58386:203-
58386:207.

9107080172 Forwards initial SALP 9 rept for facility f9r May 1989 - April 1991.
DAVIS.A.B. Region 3 (Post 820201). 91/07/03. ELIASON.LR. Northern States Power
Co. 3pp. 58349:335-58349:356.

-9107080176 SALP repts 50-282/91-01 & 50-306/91-01 for May 1989 - April 1991.

*  Region 3 (Post 820201). 91/07/03. 19pp. 58349:338-58349:356.

9107110033 Forwards insp repts 50-282/91-13 & 50-306/91-13 on 910617-21.NO viola-
tions noted.

GREGER.LR. Region 3 (Post 820201). 91/07/03. ELIASON.L.R. Northern States
Power Co. 2pp. 58366:285-58366:293.

-9107110035 Insp repts 50-282/91-13 & 50-306/91-13 on 910617-21 .No violations
noted.Major areas inspected:organization,mgt controls & training.audits.appraisals &
external exposure control.

KOZAK.T.J., CANIANO.RJ. Region 3  (Post 820201). 91/07/03. 7pp. 58366:287-
58366:293.

9106280018 NRC Info Notice 91-043, "Recent Incidents Involving Rapid Increases in
Primary-to-Secondary Leak Rate." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/05.
Consolidated Edison Co. of New York, Inc. 84pp. 58435:153-58435:238.

9107020082 NRC Info Notice 91-044, "Improper Control of Chemicals in Nuclear Fuel
Fabrication." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/07/08. Consolidated Edison Co. of New York, Inc. 63pp. 58464:001-58464:065.

9107230007 Forwards insp rept 50-282/91-12 & 50-306/91-12 & notice of violation.
WRIGHT,G.W. Region 3 (Post 820201). 91/07/17. ELIASON.LR. Northern States
Power Co. 2pp. 58479:181-58479:199.

-9107230012 Notice of violation from insp on 910617-0716.Violation noted:!icensee
made mods to facility as described in SAR which involved change to tech specs in
1980 & 1985,w/o prior Commission approval.
WRIGHT,G.C. Region 3 (Post 820201). 91/07/17. 2pp. 58479:183-58479:184.

-9107230014 Insp repts 50-282/91-12 & 50-306/91-12 on 910617-0716. Violations
noted.Major areas inspectedlicensee containment integrated leak rate test on unit 1 &
local leak rate test program.

LANGSTAFF.RA, LOUGHEED.V.P., PHILLIPS.M.P. Region 3 (Post 820201). 91/07/
17. 15pp. 58479:185-58479:199.

9107110017 NRC Info Notice 91-046, "Degradation of Emergency Diesel Generator
Fuel Oil Delivery Sys." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/07/18.
Consolidated Edison Co. of New York, Inc. 87pp. 58568:238-58568:325.

R. Periodic operating reports & related correspondence

9107150369 Monthly operating repts for June 1991 for Prairie Island Generating
Plant. W/91071 Oltr.

DUGSTAD.D., PARKER.T.M. Northern States Power Co. 91/06/30. 9pp. 58462:241-
58462:249.

9107220046 Forwards annual rept of corrections to Westinghouse ECCS evaluation
models for Aug 1990 to June 1991.

PARKER.T.M. Northern States Power Co. 91/07/15. Document Control Branch (Doc-
ument Control Desk). 20pp. 58515:297-58515:316.

S. Reportable occurrences, LERs & related correspondence

9107080297 Forwards technical review rept evaluating safety significance of two events
of partial loss of station power reported by LER 306/89-004-01.Concludes that events
were of low risk significance.

MANNING.F.M. Reactor Operations Analysis Branch. 91/07/01. ROSENTHAL.J.E.
Reactor Operations Analysis Branch. 1p. 58333:187-58333:192.

-9107090005 AEOD technical review rept AEOD/T91-07, "Evaluation of Partial Loss of
Station Power Events at Prairie Island Unit 2 on 891221 & 26."

*  Reactor Operations Analysis Branch. 91/07/01. 5pp. 58333:188-58333:192.

V. Operator Examinations

9107020047 Request that encl results & answer sheets for exams administered on
910605 be forwarded to applicants.

WRIGHT.G.C. Region 3 (Post 820201). 91/06/27. Affiliation Not Assigned. 113pp.
58253:149-58253:260.

9107100257 Forwards exam rept 50-282/OL-91-01 administered during wk of
910513.Requalification retake exam administered to one SRO & one RO who failed
requalification exam given in Oct 90.Rept for both units.

WRIGHT.G.C. Region 3 (Post 820201). 91/07/02. ELIASON.LR. Northern States
Power Co. 2pp. 58366:029-58366:042.

-9107100262 Exam rept 50-282/OL-91-01 on 910513-17.Exam results:all ROs & SROs
passed initial & requalification retake exams.

BAILEY.M., LENNART2.J., BURDICK.T. Region 3 (Post 820201). 91/07/02. 12pp.
58366:031-58366:042.

9107100282 Informs of requalification program evaluation scheduled for wk of
911104.Ref matl requirernents.directions re execution of requalification exams & NRC
rules & guidance for examinees encl.

WRIGHT.G.C. Region 3 (Post 820201), 91/07/03. ELIASON.LR. Northern States
Power Co. 9pp. 58366:058-58366:066,

9107230112 Responds to 910702 request that number of individuals to be examined
during 911104 requalification exam be reduced from 16 to 12 licensed

'         --------ranted at time.

17/16. AMUNDSON.T. Northern States

operators.Informs util that request cannot be granted at time.
WRIGHT.G.C. Region 3 (Post 820201). 91 AT
Power Co. 1p. 58480:101-58480:101.

58279:184-58279:187.receipt of 910621 Itr in response to NRC 910417 Itr transmitting insp
